278     NONDOCKETED ITEMS

GEN TEC IS GENERIC TECHNICAL ISSUES

$106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). Gl-88-20. 91/06/28.
Consolidated Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9201300026 SECY-92-025 Informs Commission of staff response to resolution of B-56
(COMJ-91-001/001-A) re diesel generator reliability.

TAYLOR,J.M.  Ofc  of  the  Executive   Director  for  Operations.  92/01/21.   74pp.
61115:278-61115:354.

9203020006 Suppls 901227 response to Generic Itr 90-06, "Resolution of Generic Issue
70, 'PORV & Block Valve Reliability' & 94, 'Add! Low Temp Overpressure Protection
forLWRs."'

ROSENBLUM.R.M. Southern California Edison Co. GL-90-06. 92/02/27. Document
Control Branch (Document Control Desk). 4pp. 60758:319-60758:322.

9203020124 Submits info that reflects methodology used by plants to resolve concerns
identified in Generic Ltr 91-11 re Generic Issues 48 & 49.lnfo inadvertently omitted
from 920131 cover Itr.

TUCKER,H.B. Duke Power Co. 92/02/19. Document Control Branch (Document Con-
trol Desk). 2pp. 60783:250-60783:251.

9203020321 Advises that 910718 response to Generic Ltr 91-11, "Resolution of Generic
Issue 48 'LCOs for Class IE Vital Instrument Buses,"1 acceptable.
CAPRA.R.A. Project Directorate 1-1. TAG M82435. 92/02/24. SYLVIA.B-R- Niagara
Mohawk Power Corp. 4pp. 60737:355-60737:358.

9203030039 Supplies final response to Generic Ltr 88-14, "Instrument Air Supply to
Safety Related Equipment" Actions to satisfy requirements completed prior to refuel-

UGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. C311-92-2031.
92/02/26. Document Control Branch (Document Control Desk). 1p. . 60794:340-
60794:340.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-81-21. 92/03/06.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203030349 Advises that 920128 response to generic Itr 91-11 re resolution of generic
issues 48, "LCO for Class 1E Vital Instrument Buses" & 49, "Interlocks & LCO for
Class 1E Tie Breakers" acceptable.

BRADFUTE.J.O. Project Directorate V. TAG M82464. 92/02/25. BAY.H.B. Southern
California Edison Co. 3pp. 60772:201-60772:203.

9203030353 Application for amend to License NPF-87,consisting of License Amend Re-
quest 92-001 .revising TS 3.3.1,Table 3.3-1, Functional Unit 6.b, "Boron Dilution Mitiga-
tion Flux Doubling," in ref to Generic Ltr 85-05.

CAHILUWJ. Texas Utilities Electric Co. (TU Electric). GL-85-05. 92/02/28. Document
Control Branch (Document Control Desk). 17pp. 60820:101-60820:271.

-8404270133 Forwards PWR boron dilution event analyses & background info deter-
mining safety significance of unmitigated boron dilution event during various shutdown
modes to resolve Generic Issue 22.NRC review to be completed by 840515.
HOUSTON.R.W. Assistant Director for Reactor Safety. 84/04/13. RAHE.P. Westing-
house Electric Corp. 4pp. 60820:158-60820:161.

9203030369 Accepts response to NRC generic Itr 91-11 concerning resolution of gener-
ic issues 48 & 49.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. TAG M82375. 92/02/25.
CARNS.N.S. Entergy Operations, Inc. 5pp. 60772:255-60772:259.

9203030411 Informs that licensee response to generic Itr 91-11, "Resolution of Generic
Issue 48, 'LCOs for Class 1E Vital Instrument Buses' & 49, 'Interlocks & LCOs for
Class 1E Tie Breakers,' per 10CFR50.54(f)," meets reporting requirements.
KOKAJKQ.LE. Project Directorate V. TAC M82479. 92/02/25. CROSS.J.E. Portland
General Electric Co. 3pp. 60774:317-60774:319.

9203040265 Advises that util 911219 response to generic Itr 91-11 re resolution of ge-
neric issues 48, "LCOs for Class 1E Vital Instrument Buses" & 49, "Interlocks &
LCOs for Class 1E Tie Breakers" acceptable.

HOOD.D.S. Project Directorate H-3. GL-91-11. 92/02/27. HAIRSTON.W.G. Georgia
Power Co. 4pp. 60799:310-60799:313.

9203040303 Accepts response to generic Itr 91-11 re resolution of generic issues 48 &
49 concerning class 1E vital instrument buses & class 1E tie breakers.respectjvely.
PULSIFER.R.M, Project Directorate III-2. TAC M82382. 92/02/27. KOVACH.T.J. Com-
monwealth Edison Co. 2pp. 60806:271-60806:272.

9203050114 Advises that util 911017 response to generic Itr 91-06 re resolution of ge-
neric issue A-30, "Adequacy of Safety- Related DC Power Supplies," acceptable.
O'CONNOR.W.T. Project Directorate IV-1. GL-91-06. 92/03/02. COTTLE.W.T. Entergy
Operations, Inc. 3pp. 60808:154-60808:156.

9203090144 Informs that response to generic Itr 91-11 re resolution of generic issues
48, LCO for class 1E vital instrument buses & 49 re interlocks & LCOs for class 1E tie
breaker, acceptable.

DICK.G.F. Project Directorate IV-2. TAC M82471. 92/03/05. HALL.D.P. Houston Light-
ing & Power Co. 2pp. 60839:239-60839:240.

9203110211 Accepts response to generic Itr 91-11, "Resolution of Generic Issue 48,
'LCOs for Class 1E Vital Instrument Buses' & 49, 'Interlocks & LCOs for Class 1E Tie
Breakers,'per 10CFR50.54.54(f)."

HERNAN.R.W. Project Directorate I-4. TAC M82478. 92/03/05. BROUGHTON.T.G.
General Public Utilities Corp. - GPU Service Corp. 2pp. 60875:303-60875:304.

9203110430 Accepts response to Generic Ltr 91-11, "Resolution of Generic Issues
48.LCO for Class 1E Vital Instrument Buses & 49 Interlocks & LCO for Class 1E Tie
Breakers,Pursuant to 10CFR50.54(f)."

O'CONNOR.P.W. Project Directorate IV-1. TAC M82415. 92/03/04. COTTLE.W.T. En-
tergy Operations, Inc. 3pp. 60876:166-60876:168.

9203120326 Advises that util 911205 response to generic Itr 91-11 re resolution of ge-
neric issues 48, "LCOs for Class 1E Vital Instrument Buses" & 49, "Interlocks &
LCOs for Class 1E Tie Breakers" acceptable.

ENG.P.L Project Directorate V. GL-91-11. 92/03/02. SORENSEN.G.C. Washington
Public Power Supply System. 3pp. 60907:291-60907:293.

9203120335 Advises that util 920129 response to generic Itr 91-11 re resolution of ge-
neric issues 48, "LCOs for Class 1E Vital Instrument Buses" & 49, "Interlocks &
LCOs for Class 1E Tie Breakers" acceptable.

THOMPSON.C.M. Project Directorate V. TAC M82444. 92/02/27. CONWAY.W.F. Ari-
zona Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294-
60907:296.

9203130177 Advises that 920130 response to Generic Ltr 91-11 re resolution of Gener-
ic Issues 48 & 49,meets requirements of 10CFR50.54 & acceptable.
LE.N.B. Project Directorate 11-1. TAC M82387. 92/03/05. EURY.LW. Carolina Power
& Light Co. 2pp. 60909:357-60909:358.

9203130198 Advises that 920203 response to Generic Ltr 91-11 re resolution of Gener-
ic Issues 48 & 49,meets 10CFR50.54(f) requirements & acceptable.
MCCABE.B.C. Project Directorate 1-1. TAC M82412. 92/03/06. BEEDLE.R.E. Power
Authority of the State of New York (New York Power Authority). 3pp. 60909:354-
60909:356.

9203130321 Informs that prioritization of Generic Issue 156.4.2, "Testing of Reactor
Protection Sys & ESF," shows that safety concern will be addressed in resolution of
Issue 120.Encl evaluation will be incorporated into NUREG-0933.
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 3pp. 60912:313-
60912:315.

9203130325 Informs that prioritization of Generic Issue 156.2.4, "Seismic Design of
Structures,Sys & Components," shows that safety concern addressed in IPEEE
program.Encl evaluation will be incorporated into NUREG-0933.
BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:316-
60912:319.

9203130327 Informs that prioritization of Generic Issue 156.1.4, "Industrial Hazards,"
shows that safety addressed in IPEEE program.Encl evaluation will be incorporated
into NUREG-0933.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/06.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60912:280-
60912:283.

9203130329 Informs that prioritization of Generic Issue 156.3.1.1, "Shutdown Sys" &
156.3.1.2, "Electical Instrumentation & Controls," shows that issues addressed in
Issue A-45 & IPE & IPEEE programs.EncI prioritization evaluation in NUREG-0933.
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/10.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 6pp. 60912:284-
60912:289.

9203160175 Discusses Generic Issue 144, "Scram W/o Turbine/Generator Trip."
Shows that issue has low priority ranking & will not be pursued further.EncI evaluation
will be incorporated into NUREG-0933, "Prioritization of Generic Safety Issues."
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/12.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 8pp. 60946:077-
60946:084.

9203160222 Summary of ACRS 383rd meeting on 920305-07 to discuss proposed prior-
ity rankings of Generic lssues:Seventh Group. List of generic issues considered during
meeting & list of generic issues for which ACRS agree w/subj rankings encl.
WARD.DA ACRS - Advisory Committee on Reactor Safeguards. 92/03/11.
TAYLORJ.M. Ofc of the Executive Director for Operations. 13pp. 60997:127-
60997:139.

9203170174 Forwards prioritization evaluation re generic issue 156.3.2, "Syc & Cooling
Water Sys," showing safety concerns have been addressed previously & issue will be
dropped from further pursuit.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/11.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 4pp. 60963:102-
60963:105.

9203170248 Forwards generic Itr 92-02 re resolution of generic issue 79, "Unanalyzed
Reactor Vessel Thermal Stress During Natural Convection Cooldown." Reactor vessel
meets regulatory design criteria for specific natural convection cooldown.
PARTLOWJ.G. Associate Director for Projects (Post 870411). GL-92-02. 92/03/03.
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 60963:148-
60963:305.

9203170332 Forwards evaluation of prioritization of generic issue 145, "Action? to
Reduce Common Cause Failures." Evaluation will be incorporated into NUREG-0933,
"Prioritization of Generic Safety Issues."

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/02/11.
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 11pp. 60961:060-
60961:070.

9203180298 Advises that util 911025 response to questions re generic issue A-30,
"Adequacy of Safety-Related DC Power Supplies" acceptable.per generic Itr 91-
oe.Completed questionnaires will be used to determine if further action needed.
LABARGE.D.E. Project Directorate H-4 (formerly TVA Project Directorate) (Post
900603). GL-91-06. 92/03/12. Tennessee Valley Authority. 4pp. 60971:008-
60971:011.

9203190298 Responds to request for info related to resolution of Generic Issue 130,
"Essential SW Sys Failures at Multi-Unit Sites," per Generic Ltr 91-13.
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). TXX-92120. 92/03/16. Docu-
ment Control Branch (Document Control Desk). 4pp. 61060:351-61060:354.

9203200238 Forwards response to Generic Ltr 91-13, "Request for Info Related to Res-
olution of Generic Issue 130, 'Essential SWS Failures at Multi-Unit Sites' Pursuant to
10CFR50.54(F)."

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). AEP:NRC:1104a 92/03/13. Document Control Branch (Document Control
Desk). 8pp. 61071:354-61071:361. Safeguards. 2pp. 61215:192-61215:192.95:318-61195:319.
